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These two types of industries were common among all the
three regions. Out of the 11 selected small-scale industrial
units, 7 belonged to the Chemical industry and 4 to the Elec-
tronics industry. Out of 7 units in the Chemical industry 2
were successful and 5 sick. In the Electronics Industry 1 unit
was successful and the rest 3 were sick.
Time Span
A quantitative analysis based upon secondary data was
attempted to examine the trends of growth of small-scale
industries, their output, employment, capital and exports by
considering time series data from 1977-78 to 1981-82 (5 years).
However, these analyses were dictated by the availability of
time series data for the subject understudy. An analysis of
financial statements was attemted by taking the data from
1977-78. The year 1977-78 was considered significant for small
industries under the Janata Government industrial policy.
Chapter Layout
This book contains seven Chapters including the present
one and Conclusions and recommendations. The present
Chapter i.e., the present one, explains the concept of Industrial:
sickness. Methodology and sampling are also outlined in this.
Chapter II presents the concept of small-scale industry
and examines the extent of sickness in small-scale industrial
sector.                                                      ,
Chapter III contains profiles of all the selected small-scale
units. The trends in the progress of the units are analysed on
the basis of the financial statements.
Chapter IV identifies sickness or otherwise of the sele.
cted units by the application of ratio technique.
Chapter V analyses the problems relating to production
and sales of the sick units as well as healthy units.
Chapter VI inquires into the deficiencies of management
and organisation of the selected units that affected the health
of industrial units.
Chapter VII presents conclusions and  recommendations.